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[Abstract:] Gives dimensions of silver ingots... 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

March 11, 1889 


Hon. D.M. Fox 
Superintendent 


Sir 


In response to enquiries made by the Master of H.N. Mint at Bombay, and referred by the 
Director of the Mint to this institution for requisite data as to our practice, I have the honor to say 
in reference to such queries as pertain to this department; that the dimensions of our silver ingots 
are as follows. 


Dollar 12 % inches long Xx 15/8" xB" 
Half “ > SS m x 13/8“x%* 
Quarter 20. ~ - xX 11/8“x’%* 


For Dimes, the dollar ingot is used. 


Very Respectfully, 
D.K. Tuttle 
Melter & Refiner 


